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To Friends, Donors, and Fellow 
Preservationists 

From Dick Jenrette , Chairman 


How We Got Started 

T he Roper House, on the cover of this year’s Annual Report, is an 
imposing Greek Revival mansion built in 1838, overlooking the 
harbor in Charleston, South Carolina. It also overlooks Fort Sumter, 
where the first shots of the Civil War were fired in 1861. Roper House 
was my first real estate acquisition in 1968. I bought it not because of 
the historic events that took place there, but because it was the most 
impressive example of classical residential architecture I had ever seen. 
The price also was right! While I didn’t know it at the time, it marked 
the beginning of a nearly 50-year personal hobby in historic preservation. 

Roper House could be considered the initial inspiration for Classical 
American Homes Preservation Trust. The house’s location in Charleston 
was significant since it introduced me to one of the nation’s most 
successful historic preservation programs. Its house museums actually 
make money! Preserving the historic look and feel of this old city has 
made Charleston a thriving tourist destination — almost too successful 
for some local residents. But Charleston showed me that historic 
preservation can be profitable as well as aesthetically satisfying. It also can 
be expensive, especially on a seaside location like Charleston, which on a 
rainy day is starting to look like Venice! 


On the cover: Felix Kelly (1914-1994), born in New Zealand, spent most of his life in 
England and was well-known for his meticulous rendering of domestic architecture 
with romantic and atmospheric features. He was commissioned to do this painting of 
Roper House in 1978. 

Left: View of the magnificent, light-filled double parlor at Roper House. 

(photo John M. Hall) 













































Strong Financial Results in 2016 

C lassical American Homes had another strong financial year in 2016, 
substantially better than the previous year, although it didn’t look 
like it at first glance. Reported net income, under general accounting 
rules, was only $11,965, down from a reported $1,338,863 in the prior 
year. But, if we adjust these earnings to reflect unrealized gains (or losses) 
on investments and remove non-recurring real estate gifts, you get an 
entirely different result! Adjusted earnings, which I consider a more 
valid measure, were up $1,475,938 in 2016 versus an actual decline of 
$273,625 in the prior year (2015). In other words, just the reverse of 
the initial impression. 

What were the big differences? First, investment results were much 
improved — up 14% in 2016 vs. a decline of 3% in 2015. Second, a 
non-recurring gift of real estate (from me) to CAHPT inflated 2015 results 
by more than $1 million. These adjusted earnings are summarized below: 



2016 

2015 

Reported Net Income $ 

11,965 

$1,338,863 

Add back: Depreciation charges - non-cash 

375,100 

353,179 

Changes in unrealized appreciation (losses) 

1,362,933 

(611,167) 

in securities 



Subtract: Contributions (non-cash and securities) 

274,060 

1,354,500 

Adjusted Net Income $ 

1,475,938 

$ (273,625) 


Classical American Homes’ financial results in 2016 by other 
measures also were favorable. Total gifts of cash and securities once again 
exceeded $2 million. These gifts, excluding gifts from me, were up 5% 
in 2016. Total expenses were up 9% for the year, much of it reflecting 
rising insurance expenses. I also like to look at liquidity and financial 
strength in appraising a corporation. Here, Classical American Homes 
Preservation Trust excels. We have no borrowed money and our liquid 
assets (cash and marketable securities) increased by more than $ 1 million 
in 2016 — up to $16,668,603 from $15,514,132 the prior year. Most of 
the maintenance expenses on the houses are charged off currently. The 
properties are in first-class condition, although expenses will continue 
to rise as our properties approach 200 years of age. Thank you for your 
support — we need it! 


On to Preservation Activities 


I realize this must be sounding more like a Wall Street financial report 
than a preservation trust. After all, we are a nonprofit corporation. 

So I’m going to turn the remainder of this report over to our Co-Presidents, 
Margize Howell and Peter Kenny. Between them, we are fortunate to have 
two of the most experienced leaders in the world of museums and historic 
preservation. In the following section, Margize summarizes the year’s 
events, which makes clear our commitment to preservation — in contrast 
to the “disruptive platforms” that seem so a la mode out in Silicon Valley. 

As you will see, we are very much into preserving beautiful things that have 
stood the test of time. We’ve also become more scholarly in researching the 
history of these properties. I refer you to Peter Kenny’s article on page 11 
on the history of Roper House and how Charleston turned a swamp into 
“a beautiful row of ornamental buildings.” Thanks again for your support. 

Sincerely, 


Richard H. Jenrette 

Founder and Chairman 









Roper House is fortunate to have a large garden which extends through to Church Street. Here in early summer, the garden blooms with color, showing little damage 

from Hurricanes Matthew (2016) and Hugo (1989), which is a tribute to the constant care and attention of Earnest Townsend, Roper House site supervisor, (photo Rick Rhodes) 





















































Commitment to Preservation 

Margize Howell and Peter M. Kenny 


P reservation is at the heart of Classical American Homes Preservation 
Trust’s mission. Our objective is to be responsible stewards of the 
six historic houses in our trust — and we thank each of you for supporting 
this cause. Whether it is a big anniversary year or one in between, 
preservation of our houses is a daily activity and we are fortunate to have 
a dedicated staff at each site. Please come visit our houses and grounds, 
to witness preservation in progress, and join us on this exciting adventure! 

One of the finest Greek Revival homes in America, Millford, 
was built by a young married couple of twenty-two years in age, John 
Laurence and Susan Hampton Manning, who completed its construction 
in 1841. Based on its completion date, we not only celebrated Millford’s 
175th anniversary, but also celebrated Millford’s previous milestone 
anniversaries which were vital in its preservation. 

The Manning family, who built and cared for Millford for its first 
60 years, managed to keep it in the family, and despite all odds, kept it 
standing during the Civil War and Reconstruction. In 1902, Mary Clark 
Thompson bought Millford as a southern retreat and willed it to her 
nephews William and Emory W. Clark. For the next 90 years, the Clark 
family assumed the mantle as Millford’s steadfast steward. In 1992, Dick 
Jenrette purchased Millford and began the meticulous restoration of the 
house, gardens and conservation of the original collection of Phyfe & 

Son furniture and art. In 2008, he donated Millford to Classical American 
Homes Preservation Trust, which allows this historic landmark to be 
enjoyed by the public. Between Dick Jenrette and the Trust’s ownership, 
Millford’s preservation has continued for another 25 years. Emulating 
Millford’s past owners, Classical American Homes and its dedicated staff 
aim to be responsible stewards preserving Millford for another 175 years. 

Preservation is painstaking and expensive work. Ultimately, however, 
it is incredibly rewarding and educational in what it reveals about original 
building techniques and subsequent repairs and restorations. In 2016, several 
significant projects were undertaken at Millford, including the stabilization 


Opposite: Preservation work underway on the original water tower and the 
capitals of the front colonnade at Millford. (photo Michael Phelps) 


and recoating with rough cast of the original brick water tower, which was 
built in the form of a lighthouse (see left). The oak and mahogany double 
doors at the front and rear entrances were refinished to their original sheen, 
as were the mahogany balustrade and newel post of the magnificent circular 
staircase. The most significant undertaking, however, which has continued 
into 2017, is the stabilization and restoration of the fluted Corinthian columns 
at the front entry and the magnificent capitals of the giant order, Corinthian 
colonnade (see left). Made of carved wood, these capitals rest atop fluted 
columns constructed entirely of brick that retain their original thick cement 
coating. All of this work has been done by our talented and fastidious historic 
restoration specialist, Michael Phelps with the assistance of Michael Gilbert. 

Thank you for Visiting 

V isitation to our properties fulfills an important part of our mission. 

Without visitors, these houses would become vacuums lacking in 
vibrancy and the much-needed human connection. Many individuals have 
remarked how much they enjoy the multi-dimensional visitation experience 
— learning about the history of the house and the people who lived 
there, seeing the interiors and collections, and enjoying the surrounding 
landscapes. It is rewarding to us that the visitor enjoys their experience 
and will hopefully walk away with an understanding of how the past 
enriches the present. 

This year we had nearly 20,000 visitors with almost 400 tours and 
events at Classical American Homes’ sites and Dick Jenrette’s private 
properties. Of the CAHPT properties, Ayr Mount is open on a regular 
basis, March through December, and the adjoining scenic trails, Poet’s 
Walk and the Historic Occoneechee Speedway Trail (HOST) are open 
year-round. Millford is open the first Saturday of each month, and every 
Saturday in April. Both of these houses and Dick Jenrette’s private 
residences are open year-round for group tours, by appointment. 


Please see the 2016 Year in Review, the companion publication to the 2016 Annual Report, 
which chronicles numerous activities this year with more information and images. 

Both the 2016 Annual Report and 2016 Year in Review are also available on our website. 
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Visitstion to CAHPT’s properties was robust and enthusiastic. 

The typical visitor demographic continues to be the baby boomer who 
has more free time and disposable income. The range of visitors seems to 
be expanding in terms of their geographical diversity while their interests 
largely stem mostly from arts and preservation-oriented groups. One 
trend that seems to have increased dramatically is the number of walkers 
on our trails. Among the interesting individuals and groups that visited 
this year were the Duke of Devonshire at Roper House, Boscobel House 
and Gardens at the George F. Baker House, Chamber Music Charleston 
at Roper House, as well as educational groups such as the University of 
North Carolina archeology students at Ayr Mount, Stanford University 
archeology students at Cane Garden and the ICAA students sketching at 
Edgewater. (See page 22 for the complete list of group tours.) 

Educational and Fun Events 

A long with visitation, quality programming helps to keep our 

houses alive and relevant with new ideas — and this exchange of 
new interests and ideas is essential to our organization. The year began 
with a reception with friends from Colonial Williamsburg, the Museum 
of Early Southern Decorative Arts and Winterthur Museum, Garden 
and Library in January in advance of the Winter Antiques Show. It 
was a well-attended evening, fortunately without any wintry weather 
complications as in the past! The annual Spring Patrons Party was held 
at the George F. Baker House in May to thank our generous donors for 
their support. The newly redesigned Carriage House at 69 East 93rd 
Street was open to guests and will be used for future lectures and events. 

At Ayr Mount in July we celebrated the unveiling of the new 
pedestrian footbridge over the Eno River in Hillsborough, NC. 
Hillsborough Mayor Tom Stevens and Anna Kenan cut the ribbon 
inaugurating the bridge for the over 150 friends and neighbors in 
attendance. This bridge connects a network of existing trails to one 
another and to the town of Hillsborough, NC. Also at Ayr Mount, 
a popular seminar, Caveat Emptor: Fakes , Forgeries Sc Reproductions , 
attracted nearly 100 attendees to hear Charles F. Hummel, Professor 
Emeritus, Winterthur, speak about recognizing and distinguishing some 
key characteristics of fakes, forgeries and reproductions held nearby at 
Leland Little Auctions in Hillsborough, NC, who generously sponsored 
this event. The seminar continued at Ayr Mount with a hands-on 
desmonstration by Prof. Hummel and Peter Kenny as they examined 



(L to R) Robert deMaine, Principal Cello of the Los Angeles Philharmonic and 
Artistic Director of the Fifth Music at Millford, joins fellow musicians from the LA 
Philharmonic, Nathan Cole on violin and Ben Ullery on viola, (photo John Teague) 


the Ayr Mount collection, complete with tables turned upside down, 
using the freshly taught investigative techniques, as the participants 
observed and also enjoyed a glass of wine. 

Millford pulled out all the stops for two big events in the fall — 
Music at Millford in September and the Millford 175th Anniversary 
Celebration in November. Robert deMaine, Principal Cello of the 
Los Angeles Philharmonic, was appointed the first Artistic Director 
of Music at Millford and organized a special program to honor the 
175th anniversary of Millford, including an original composition he 
wrote, Fanfare for Millford. Robert, along with his LA Philharmonic 
colleagues, Nathan Cole and Ben Ullery, gave a stellar performance 









to a near capacity audience with works by Schubert, Beethoven, 
Coleridge-Taylor, and Dohnanyi (video clips are available on our 
website). A new addition to the musical program this year was a 
Children’s Concert held the day before the main event. The three 
musicians not only played for this new audience but also spoke about 
their early interests in music, their rare instruments, and other personal 
experiences. It hit a high note with young and old alike! Many thanks 
go to Wells Fargo for their generous sponsorship of Music at 
Millford this year. 

The Millford 175th Anniversary Celebration in November was a 
grand birthday party for all ages indeed — with festive fiddle music, 

Low Country cuisine, a large birthday cake in the shape of Millford, 
and champagne toasts. The house and grounds were open to all on 
this bright and sunny day. There was also a special walking tour of 
the Millford campus with Millford docent Charles Broadwell and 
Peter Kenny, who also gave a special lecture on the history of Millford 
and its preservation. Everyone was also given a copy of Millford , a 
recently-published commemorative history of the building of Millford 
by Margize Howell and Peter Kenny with a foreword by Dick Jenrette 
(available for purchase on our website). 

In the Fall and again at the end of the year we hosted the launch 
of the Classicist , No. 13: The American South , a publication from 
the Institute of Classical Architecture and Art. Classical American 
Homes participated in this edition with an article, “Architecture on a 
North-South Axis,” by Co-Presidents Margize Howell and Peter Kenny. 
As this year’s volume focused on the American South, Roper House in 
Charleston was the perfect place to host this event with over 150 people 
in attendance while a second launch party took place in November at the 
George F. Baker House in New York City. In December Millford was 
open for another special event, “Yuletide at Millford”, which the Azalea 
Garden Club of Manning, SC elegantly organized. They decorated 
Millford for the holidays in indigenous greenery and flowers in honor of 
its 175th Anniversary, attracting over 200 individuals. They deservedly 
won an award from the South Carolina Garden Club for their work. 
Classical music was provided by the Sumter High School string quartet, 
along with refreshments, to make it a festive and memorable occasion! 
The year closed with the annual meeting and holiday party for the 
American Friends of the Georgian Group at the George F. Baker House 
in December - it was a delight to have them back for their fourth year. 



Friends at the launch of the Classicist publication at Roper House, 
(photo Grant Halverson/Patrick McMullen) 


Things Are Looking Up 

L et us begin by thanking our nearly 600 donors who generously gave 
to Classical American Homes (see pages 20-21). We realize that there 
are many competing organizations for your attention and checkbook and 
we are very appreciative of your support. Your contributions are critical 
in helping us preserve our houses and opening them to the public. This 
year we received $2.3 million in cash, securities, art and antiques. There 
were 146 first-time donors, with 6% of those donors giving $1000 and 
up. Friends of Millford and Friends of Ayr Mount contributed generously 
$40,000 and $118,000, respectively, reflecting a local loyalty to these 
houses. In the case of Ayr Mount, many of the donations were earmarked 









toward the new footbridge over the Eno River. The State of North 
Carolina gave a $100,000 grant to the footbridge and the remaining 
balance of $140,000 was paid for by CAHPT. Dick Jenrette gave the 
Edgewater Gate House to CAHPT in 2015 and in 2016 he gave its 
contents as well as some objects from Millford (see The Collection 
Expands section on page 9). 

Keeping in Touch 

C AHPT’s growing communications footprint consists of 

digital outreach that includes our website, social media, and 
E-Newsletters as well as printed outreach such as publications and print 
media. Our website attracted nearly 28,000 visitors this year, including 
almost 7,000 new visitors. Individual visitors also stayed longer on 
the website than in previous years. The CAHPT Newsletters have 
continued to be popular with our constituents and so has their interest 
in our Facebook and Instagram sites. All three of these have been 
critical in helping announce and promote information about events 
and other news. Our Facebook page views have increased by nearly 
50% and Facebook Likes to over 200%, while Instagram has grown 
exponentially with our follower base up over 400%. Ayr Mount also 
maintains its own social media sites which farther promote its local 
activities. Trip Advisor reviews have also increased regarding Millford 
and Ayr Mount and have been highly favorable and positive. 

Media coverage in 2016 included both local and national press in 
digital and print formats. Candace Taylor for The Wall Street Journal 
wrote, “In the Hudson River Valley, A Family Legacy in Riverfront 
Mansions,” featuring Edgewater and Dick Jenrette. Edgewater was 
also featured in the River Chronicle , “Back in Time: Barrytown’s 
Edgewater Estate,” by Jack Conklin as well as in the Dutchess County 
Historical Society , “2016 Yearbook: The Civil War and New York, 

Part II” by Melodye Moore. The new Ayr Mount footbridge was 
highlighted in the Friends of the Mountains-to-Sea Trail Newsletter’s 
“2016: Year of the Bridge!” Millford’s anniversary activities were 
highlighted in the Sumter Item , in Rick Carpenter’s article, “Music at 
Millford launches the 175th Anniversary of Plantation.” We would 
also like to thank Leland Little, Brunk and Charlton Hall auction 
houses for helping us to promote the events for Millford’s 175th 
Anniversary, and for Charlton Hall additionally helping us with 
“Yuletide at Millford” in their December auction catalogue. 



A new pedestrian footbridge spanning 95 feet over the Eno River was unveiled in 
July 2016 that connects Hillsborough’s Riverwalk to the west with CAHPT’s Historic 
Occoneechee Speedway Trail to the east, (photo Janet Crowther) 




The Collection Expands 

T his year’s gifts and acquisitions are characterized by two categories: 

those relating directly to the houses and owners; and those relating 
to the historical period of the houses. The most expansive gift this year 
was the contents of the Edgewater Gate House, comprising of 52 objects 
of decorative arts, works on paper and garden statuary, given by Dick 
Jenrette. Two highlights of this gift are a set of hand-colored aquatints 
of the Hudson River Portfolio , after William Guy Wall, circa 1822, and 
a pair of Baltimore classical recamiers, circa 1815-1830. Purchased 
by CAHPT as a birthday gift for Millford 175th anniversary was a 
Duncan Phyfe & Son cheval glass, circa 1841, part of the original suite 
of furniture made for Millford and documented in Phyfe’s June 2, 1841 
bill of lading. It has been returned to where it once originally stood in 
one of the second-floor bedrooms, along with one of Millford’s original 
Grecian bedsteads, basin and night stands. Mrs. Betty Causey, a Kirkland 
family descendant from Ayr Mount, gave an engraved mourning pin 
belonging to Jane Kirkland (1800-1845) as well as the Kirkland family’s 
original copy of The Reticule and Pocket Companion; or , Miniature Lexicon 
of the English Language. A watercolor and graphite drawing of Edgewater 
by Harold Sterner, originally belonging to Gore Vidal, and which hung 
in his Edgewater bedroom, was given by Margize Howell. Mr. and Mrs. 
Stuart P. Feld and their daughter Elizabeth Feld Herzberg generously 
donated several objects, including period lighting and an elegant 
rosewood pier table made in New York. Cynthia and Priestly Coker 
donated a New York scroll-back side chair, circa 1805-1810, as well as 
a scroll-back sofa, probably by William Mandeville of New York. 

Of the same period as the side chair and sofa, Mrs. Robin Liguori 
donated a New York secretary chest of drawers originally owned by 
Jonathan Randell of Randall’s Island, NY or his son, Peter Randell 
(See 2016 Year in Review , pages 16-17, for images). 

Accolades 

I n January, Classical American Homes Co-President, Peter Kenny, was 
one of the recipients of the fourth annual Wunsch Americana Award 
for Excellence in the American Arts at Christie’s in New York City. (Dick 
Jenrette and Classical American Homes received this award in 2004). In 
June, Margize Howell, CAHPT Co-President, was the recipient of the 
Historic House Trust Founder’s Award in recognition of her work in 
historic preservation at the Metropolitan Club in New York City. 


Preservation Now and in the Future 


M illford’s 175th Anniversary in 2016 and Ayr Mount’s 200th 

Anniversary the prior year have given us much to reflect upon 
and celebrate. Classical American Homes is grateful for you and your 
support in helping us care for these houses now in order to ensure future 
milestone anniversaries. We also celebrate your enthusiasm for visiting 
our houses, attending our programs, and sharing in our preservation 
mission. Please come visit our houses often, meander through our 
gardens, walk on our trails, bring a picnic, and attend a concert or lecture. 
These historic houses are worthy of celebrating but not without you! 

On the Near Horizon 

I n September 2017, we invite you to attend our upcoming concert 
series — The Classical Ideal: Music Sc Architecture in Harmony at 
Edgewater in the Octagon Library on September 17th, at Ayr Mount 
in the West Parlor with the original pianoforte on September 20th and 
at Millford in the exquisite Double Parlor on September 23rd for the 
Music at Millford concert. The Classical Ideal: Music Sc Architecture in 
Harmony was inspired by themes of classicism and romaticism resonant 
not only in music but also in architecture and decorative arts of these 
three historic classic homes. Robert deMaine, CAHPT Artistic Director 
of Music and Principal Cellist of the Los Angeles Philharmonic 
with Simon Adda-Reyss, Assistant Professor of Keyboard Studies at 
the Conservatoire National Superieur de Musique in Paris, will be 
performing. We hope to see you at one of these concerts or one of 
our houses soon! 

Margize Howell and Peter M. Kenny 
Co-Presidents 

Classical American Homes Preservation Trust 




























‘A Beautiful Row of Ornamental Buildings’ 
Roper House & Friends on Charleston’s East Battery 

Margize Howell and Peter M. Kenny 


S purred by the economic prosperity of the mid-1830s and a healthy 
dose of civic pride, the city of Charleston embarked on two 
ambitious municipal projects intended to enhance the Battery and 
the area of shoreline along the southern tip of the peninsula known 
as White Point. The first was the construction of a substantial new 
sea wall of cut stone and a wide pedestrian promenade, both of which 
were completed in 1836. The second was the establishment of a public 
pleasure garden on White Point. Unfortunately, due to the Panic of 
1837, which plunged the United States into its first serious economic 
depression, the city was forced to scale back on this project and to 
search for new sources of revenue. As originally conceived, White Point 
Garden was designed to be L-shaped and extend from Church Street 
on the South Battery, around the corner, and up the East Battery as far 
north as the John Bee Holmes mansion, the four-story yellow building 
that appears in the foreground of Samuel Barnard’s 1831, View Along 
the East Battery , Charleston (fig. 1). To reduce costs and raise funds, the 
extension up the East Battery was scuttled and the land designated for 
it was subdivided and sold as house lots. The commission responsible 
for this decision predicted that the sale of these lots would “produce a 
beautiful row of ornamental buildings along the whole line of East Bay 
Battery,” and in order to stimulate and encourage this possibility they 
added the stipulation “that no house less than three stories high shall be 
erected thereon.” The Roper house and its next-door neighbors to the 
north and south were the first fruits of this ambitious plan. 

The first house built on these city lots was for the wealthy planter, 
Robert W. Roper. Roper had the foresight and the means to purchase 
two lots, which provided him with ample space for a beautiful yard and 
garden facing the monumental two-story piazza on the south side of the 
house, which was completed for him in 1838 (cover or fig. 2). The next 
house was built on a lot and adjacent to the Roper house on the north 
side for Charleston shipping merchant, William Ravenel. Constructed 
in 1845 in the form of a Greek temple (fig. 3), the William Ravenel 
house was badly damaged in the earthquake of 1886 when its triangular 
pediment, and four massive front columns tumbled to the ground and 


Opposite: Figure 1. 

View Along the East Battery , Charleston by Samuel Barnard, 1831. 

Oil on canvas. Mabel Brady Garvan Collection, Yale University Art Gallery 

Above: Figure 2. 

Photograph of the Robert W. Roper House, 9 East Battery, Charleston, 
South Carolina probably taken in the early 1880s, after its post-Civil War 
restoration. Courtesy of Mr. Ash Milner. 
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Figure 3. 

The William Ravenel 
house, 13 East Battery, 
Charleston, South 
Carolina. Original photo 
taken in the nineteenth 
century, prior to the 
earthquake of 1886. 


Figure 4. 

Cook’s Earthquake Views 
of Charleston and Vicinity. 
Taken after the 31st of 
August, 1886. No. 64, 

St. Julien Ravenel, East 
Battery. The Charleston 
Museum Archives. 


were destroyed. Sadly, this magnificent temple front has never 
been restored. The third and latest of these three adjacent houses 
was built about 1848 on the south side of the Roper house for John 
Ravenel, William’s brother and business partner. Like its next-door 
neighbor the Roper house, the narrow entrance side of the John 
Ravenel house faces the street, a characteristic feature of the traditional 
Charleston single house. Its side piazza, another feature of this house 
type, was not completed until 1858, however, according to a recent 
discovery. Also, seriously damaged in the earthquake of 1886 (fig. 

4), an ornate pressed metal Italianate cornice and triangular window 
pediments were added when the house was reconstructed, which give 
the house a later and more elaborate appearance than when it was 
originally designed and constructed. 

All three of these houses commanded spectacular views of 
Charleston Harbor and beyond. But it was the view from the water 
back toward the Battery that the planning commissioners more likely 
had in mind when they undertook their improvements. This handsome 
row of townhouses, the wide promenade, and White Point Garden 
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Figure 5. 

Detail of Panorama of Charleston , by John William Hill, 1851. Hand-colored lithograph. Gibbes Museum of Art, Charleston, South Carolina. 
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Figure 6 & 7. 

James Stuart and 
Nicholas Revett, 

The Antiquities 
of Athens, Vol. 1 
(London, 1762). 
Chapter III, Elevation 
of the Tower of the 
Winds (PL IE, left) 
and Capital and 
Entablature of the 
Portico (PL VII, right). 



together brought clarity, order, and beauty to a formerly nondescript area 
of the city and created a welcoming and highly urbane prospect for those 
entering Charleston Harbor after a long journey at sea. John William 
Hill’s 1851, Panorama of Charleston , a detail of which is shown here (fig. 

5), speaks eloquently of this new prospect. In this view, we see, starting 
at the corner of the South and East Battery, the John Ravenel house, 
the Robert W. Roper house with the center column of its piazza oddly 
missing, and the William Ravenel house with its temple front still intact. 
Beyond these is the previously mentioned Holmes mansion with its 
unusual four-story piazza and a house then belonging to Charles Alston. 
This latter house, then painted white, is shown partially obscured by the 
Holmes mansion in the 1831 Barnard View along the East Battery (fig. 2). 
At that time, it was owned by Charles Edmonston, who had built it six 
years earlier. By 1838, due to financial reversals suffered as the result 



of the Panic of 1837, Edmonston was forced to sell the house. Its new 
owner, Charles Alston, also a wealthy rice planter, added a third story 
with a hip roof and balustrade much like the one on the Roper house, as 
well as a third tier to the side piazza with Corinthian columns based on 
the Choragic Monument of Lysicrates in Athens. (A case of “keeping up 
with the Ropers” perhaps?) This third story addition brought Alston’s 
house in line with the building requirement imposed by the city planners 
and added to the increasingly pleasing prospect of the East Battery. 

The townhouses of Robert W. Roper and the Ravenels were 
avant-garde architectural expressions for their place and time when 
they were built between 1838 and 1848. The Greek Revival came 
relatively late to Charleston as compared to New York or Philadelphia, 
for instance, and it was only in the late 1830s and early 1840s that 
the construction of monumental Greek Revival buildings such as the 
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Figure 8. 

Dwelling ., Gramercy 
Park , NT, C/?. Ag. 
Davis - Park Front. 
Ink and color wash 
on paper, 1846, 
Alexander Jackson 
Davis. Collection 
of the New-York 
Historical Society. 



Charleston Hotel (1837-39), Market Hall (1840), and Beth Elohim 
Synagogue (1840-41) began to change the architectural landscape 
of the city. At the time of its construction in 1838, the Roper house 
represented something strikingly new yet still familiar in domestic 
architecture in this peninsular city; a traditional Charleston single 
house with a side piazza stylishly recast with five monumental, 
two-story columns to resemble an ancient Greek stoa. The William 
Ravenel house, in the form of a Greek temple, embraced the most 
iconic and popular ancient model used by American architects and 
builders working in the Greek Revival style. The classical orders 
employed in the design of these two townhouses, as well as in the 
third-story piazza added to the Edmonston-Alston house, were 
sophisticated choices based on the archaeologically correct engraved 
plates in Stuart and Revett’s The Antiquities of Athens (London, 1762). 


The Ionic Temple on the Ilissus published in Stuart and Revett and 
copied as Plate 46 in Minard Lafever’s, The Modern Builder's Guide 
(New York, 1833), was the source for the colonnade at the Roper 
house (fig. 6). The rare Tower of the Winds capital used in the front 
portico of the William Ravenel house also appears in Stuart and Revett 
(fig. 7), as does the Lysicrates capital in the top tier of the piazza at the 
Edmonston-Alston house, which was copied as well by Lafever in 
The Modern Builder's Guide. Though less overtly Greek than the Robert 
W. Roper or the William Ravenel houses, the John Ravenel house, as 
originally conceived and built in 1848 (fig. 4), was classically inspired 
as well. The bold, deep pilasters at the corners of its entrance facade 
have the sturdy aspect of piers and the monumentality and beauty of 
classical columns, while its three-story central bay adds a picturesque 
quality to the overall design. In New York, the talented architect 
Alexander Jackson Davis frequently incorporated tall, boldly-projecting 
pilasters such as these into his Greek Revival building designs. He also 
was one of the first American architects to use bay windows which, 
according to architectural historian Jane B. Davies, he used not only in 
his picturesque country house designs in the Gothic Revival style but 
also carried over into other styles as well (fig. 8). 

Fast forward to today, 180 years after the commission responsible 
for the beautification of this part of Charleston predicted that their 
plan to sell city lots would “produce a beautiful row of ornamental 
buildings along the whole line of East Battery.” In hindsight, they 
could not have been more prescient. These handsome townhouses, 
despite the ravages of hurricanes, the Civil War and a devastating 
earthquake, have stood the test of time to form the core of one of 
the most iconic streetscapes of any American city. The future is 
particularly bright for three of these houses today, all in the hands 
of dedicated preservationists keenly aware of their importance to 
Charleston and to the nation: Dick Jenrette, who in 2018 will celebrate 
his fiftieth year of stewardship at the Roper House; Scott Bessent, a 
dedicated member of the Board of Directors of Classical American 
Homes Preservation Trust who recently acquired the John Ravenel 
House and is embarking on a meticulous restoration of the property; 
and Charles H. P. Duell, another CAHPT Board member and 
founder of the Middleton Place Foundation, which administers the 
Edmonston-Alston House and opens it to thousands of visitors each 
year. They say that good fences make good neighbors. Maybe so, but 
give me a devoted preservationist any day. & 









































Classical American Homes 
Preservation Trust 

Income Statement 

(for the 12 month period ending December 31st) 


Income 


2016 


2015 

Events/Tours 

$ 

87,565 

$ 

128,325 

Contributions - Cash 


2,047,948 


2,073,997 

Contributions - Non-Cash 


274,060 


1,354,500 

Dividends & Interest 


451,429 


446,253 

Realized Gains 


314,283 


212,738 

Rental Income 


25,550 


26,600 

Book Revenue 


7,870 


11,406 

Gross Income 

$ 

3,208,705 

$ 

4,253,819 

Expenses 





Operating Expenses 


2,577,193 


2,313,900 

Depreciation Charges - Non-Cash 


375,100 


353,179 

Charitable Distributions 


10,000 


750 

Marketing & Fund Raising 


176,846 


174,372 

Professional Services 


53,667 


59,657 

Federal Taxes 


3,934 


13,098 

Total Expenses 

$ 

3,196,740 

$ 

2,914,956 

Net Income (Loss) 

$ 

11,965 

$ 

1,338,863 

Pro-forma Adjustment (for the 12 month period ending December 31st) 

Reported Net Income 

$ 

11,965 

$ 

1,338,863 

Add Back: Depreciation Charges - Non-Cash 


375,100 


353,179 

Changes in Unrealized Appreciation of Securities 


1,362,933 


(611,167) 

Subtract: Contributions - Non Cash 


(274,060) 


(1,354,500) 

Adjusted Net Income 

$ 

1,475,938 

$ 

(273,625) 
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Classical American Homes 
Preservation Trust 

Balance Sheet 

(for the 12 month period ending December 31st) 


Assets 

Current Assets 

Net Cash Balance - Bank Accounts 

Marketable Securities at FMV 

2016 

$ 445,724 

16,222,879 

2015 

$ 406,459 

15,107,673 

Total Current Assets 

$ 16,668,603 

$ 15,514,132 

Property & Equipment 

Real Estate, at Adjusted Cost 

14,416,832 

14,541,139 

Antiques & Furnishings, at Cost 

8,028,626 

7,703,621 

Office & Related Equipment, at Cost 

171,124 

151,395 

Total Property & Equipment 

$ 22,616,582 

$ 22,396,155 

Total Assets 

$ 39,285,185 

$ 37,910,287 

Liabilities & Equity 

Liabilities 

- 

- 

Equity 

Net Worth - Opening Balance 

37,910,287 

37,182,591 

Changes in Unrealized Appr./Depr. of Securities 

1,362,933 

(611,167) 

Net Income (Loss) 

11,965 

1,338,863 

Total Equity 

$ 39,285,185 

$ 37,910,287 

Total Liabilities & Equity 

$ 39,285,185 

$ 37,910,287 
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Classical American Homes Preservation Trust 


Directors 

Chandler Jenrette 
Dr. J. M. Jenrette III 
Richard H. Jenrette 
Peter M. Kenny 
Jeff Nuechterlein 
John W. Smith 
Alice M. Tisch 

Amie James 


Management 

Richard H. Jenrette, Founder Sc Chairman 
Dr. J. M. Jenrette III, Vice Chairman 
Margize Howell, Co-President 
Peter M. Kenny, Co-President 
Jack Smith, Executive Vice-President - Operations 
Julie Nalven, CPA , Controller 
Kathleen Healy-Gillen, Registrar Sc Treasurer 
Linda J. Park, Programs Sc Development 
Christopher J. Smith, General Counsel Sc Corporate Secretary 
Julie C. Smith, Development Associate 


Scott Bessent 
Michael A. Boyd 
Craig R. Callen 
Richard L. Chilton 
Lucy Clark Dougherty 
Charles H. P. Duell 
Margize Howell 


Opposite: Dining room on the 
first floor of Roper House with 
views of the back piazza and 
garden, (photo John Teague) 



Left: Presiding over the classical 
New York sideboard in the 
dining room is the early 19th 
century portrait of Gertrude 
Laura Livingston Lowndes 
(1805-1883), attributed to 
Thomas Sully. She was the 
eldest daughter of Gertrude 
Lewis and Maturin Livingston 
of the Hudson Valley, and in 
1826 married Charlestonian 
Rawlins Lowndes, one of three 
marriages between the Lowndes 
and Livingston families. 
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Classical American Homes Preservation Trust — 2016 Donors 


$ 1 , 000,000 + 

Richard H. Jenrette 

$150,000 + 

Amie & Tony James 

$ 100,000 + 

Bessent Freeman Family 
Peter & Cynthia Kellogg 
State of North Carolina** 

$75,000 + 

Julian Robertson 

$50,000 + 

Richard & Maureen Chilton 
Stuart & Sue Feld 
Dan W. Lufkin 

$20,000 + 

James P. Barrow 
Craig & Gloria Callen 
William H. Donaldson 
Joe & Hilppa Roby 
Alice & Tom Tisch 

$ 10,000 + 

John S. Chalsty 

Cynthia & Priestly Coker 

Lucy Clark & Michael Dougherty 

Richard & Barbara Franke 

Fay Howell 0 

Richard H. Jenrette 0 

Thomas S. Kenan III* 

Robin Liguori 
Peter & Isabel Malkin 
Bob & Esten Mason* 

Brian O’Neil 

Dick Pechter 

Stephen Schwarzman 

Ted & Mary Jo Shen 

The Wells Fargo Foundation* 

$5,000 + 

Anson M. Beard Jr. 

James M. Benson 
Michael A. Boyd 
Joseph M. Bryan Jr. 

Jennifer A. Chalsty 
Jane Mack Gould 
Kaaren & Charles Hale 
Gates & Mary Ellen Hawn 
Debbie L. Hill Fund of Triangle 
Community Foundation** 


Margize Howell 0 
Ned & Lily Johnson 
Donald P. Kanak 
Gail & James Kellogg 
Family Fund 

Peter & Mary Ellen Kenny 
Marie & Joe Melone 
Wyndham Robertson 
Jack & Diane Smith 
Lucy Waletzky 
Peter Wunsch 

$4,000 + 

Dr. & Mrs. J. M. Jenrette III* 

Inza Walston* 

In honor of Richard H. Jenrette 
Wunsch Americana Foundation 

$ 2,000 + 

Anonymous gift 
In memory of Dave Hunter Sc 
John Whitehead 
Blanche & Zack Bacon 
Rich & Laurie Brueckner 
Kevin & Maura Byrne 
Dominick & Rose Ciampa 
Foundation 

Susan Bevan & Tony Daddino 
Robert M. Dewey Jr. 

Beverly M. DuBose 
J. Porter Durham Jr.** 

Robert L. Froelich 
The Hillsborough Running Club** 
Donald Hughes 
Martha R. Ingram 
Hans G. Jepson 
Key Square Group LP 
Mr. & Mrs. W. Patrick 
McMullan III 
Jackie & Tony Montag 
Garrett & Mary Moran 
Jeffrey Nuechterlein 
Mr. & Mrs. Thomas D. 

Rutherfoord Jr. 

Craig & Susan Sim 
Agnes Hsu-Tang & Oscar Tang 
John & Maree Townsend 
Lulu Wang 

Charlie & Flo Winston 
Woodson Family Foundation 

$ 1,000 + 

Deanna & Chuck Akre 
Robert & Joy Albano 


Anne Faircloth & Frederick 
Beaujeu-Dufour* 

Vic & Mary Grady Bell 
Andrew Blum 
Maureen & Edward Bousa 
Frances & Leo Bretter 
Sam & Sally Butler 
Richard T. Button 
Katherine Grover & 

Michael Campbell 
Michael G. Carew 
Mary & Cato Carpenter* 

The Chipstone Foundation 
Blanche B. Clark 
Christina & Emory Clark* 
George A. Clugston 
Bill & Schatzie Crowther 
David & Dulcie Crowther 
Julia & Frank Daniels Jr. 
Endowment Fund of Triangle 
Community Foundation 
Lucy & Mike Danziger 
Vincent DeGiaimo 
J. Dennis Delafield 
Dickson Foundation, Inc. 
Sharon G. Dies 
Dobkin Family Foundation 
Pepper & Roddey Dowd 
The Dowd Foundation 
Charles & Sallie Duell* 

Michael M. Dwyer 
Thomas & Miriam Farmakis 
Kirkman & Kathleen Finlay* 
Florence B. Fowlkes 
Nikki Green 
Lawrence Gubler 
Christine Gummere 
James L. Henderson III 
Edward & Helen Hintz 
Robert & Elizabeth Hottensen 
Dudley D. Johnson 
Barbara & George Karr 
Jane & Tom Kearns 
Kirk Kellogg 

Michael & Sigrid Laughlin 
Rochelle Lazarus 
Lee W. Mather 
Camille & Robert McDuffie 
Barnabas W. McHenry 
Carolyn & Mike McNamara 
Richard & Ronay Menschel 
Albert S. Messina 
Liz & Brian Mullen 
Julie Ann Nalven 


John O’Han 
William G. Parrett 
Josie Ward Patton 
Ridgely M. Phillips 
Rabin Foundation 
Coleman & Carol Ross Samantha 
& Mark Sandler 
Randy & Kelly Schrimsher 
Virginia Bush & 

Warren Schwarzman* 

Minor & Hal Shaw 

Andrew Skurman 

Christopher J. Smith 

Samantha Charles & Jerry Spider* 

Elizabeth Stafford 

Bob & Gillian Steel 

Sabin & Beverley Streeter 

William & Carolyn Stutt 

Charles & Elizabeth Sullivan 

Marti & Austin Sullivan* 

Charles O. Svenson 

Emma Sweeney 

Ann & Grady Thomas Jr. 

Paul Thompson 
Chuck Whittingham 
Terry & Joe Williams 
William H. Williamson 
Winterthur Museum, Garden 
& Library 
John Winthrop 
Helen & Skipper Wooddy 

$500 + 

Frederique Behm-Rose 
Ray & Mary Boardman 
Judith & Ron Bobo° 

Laura Boyce, Boyce Consulting** 
Illiana van Meeteren & 

Terence Boylan* 

Meg & Edward Boyles 
Nancy & Colin Campbell 
Carolina Tarwheels, Inc.** 

Rita & Marvin Caughman* 
Ceramic Circle of Atlanta, Inc. 

J. Hornor Davis IV* 

Marion & Ralph DeGroff 
Judy Donner 

Bonnie L. Fein & Ronald Fein 
Charitable Foundation 
Maria & John Fitzsimmons 
Muffie Galban 
George LaMar Gaston 
Marsha Ellen Ferree & 

Michael Frederick Gering** 


Kathy & Michael Gillen 
Jerry Dell & Benjamin Gimarc* 
Elizabeth Glazebrook* 

Julia & Bill Grumbles 
Margaret M. Hargraves 
Mark & Carol Hassenberg 
David R. Hayworth 
Elba & Joe Hillis 
Morris W. Kellogg 
Mary & Joe Kluttz 
Lawrence & Laren Kurland* 

Marie & John Land* 

Jacquelynne & William Lanham 
Jacquelynne P. Lanham 
Designs, Inc. 

Peter O. Lawson-Johnston 
Marsee & Doug Lee 
Fay & Brian Lidji° 

Leland Little Auctions, Ltd.** 
Henry S. Lynn Jr. 

Patricia B. Manigault 

Cathy Marino 

Kim & Thomas McNally* 

Alice & Joe Moore 
In honor of Bill Sc Schatzie Crowther 
Andonios Paropoulos 
Bagley Reid 
Carol Saunders* 

Jane Schwab 
James B. Sherwood 
Elizabeth Locke & John Staelin* 
David Stinson* 

Alison Stone 
David Talley** 

Maurice Thompson 
Jim & Susan Toms* 

University of SC Libraries* 

A. R. Van Doren 
Byron & Anita Wien 
Sue S. Williams* 

Other 

Advance Finance Group LLC A 
Donna & Bert Alexander 
Cathy & Hunter Allen 
Mary Creed Anderson 
Anonymous 
Paul Baerman A 
H. Furlong Baldwin 
Richard & Carleen Baright 
Dede & Jim Bartlett 
Dawn & Joel Battiste** 

Jason W. Bearden 
Susan & Dwight Bellinger A 
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Laurie Berman 

Mary Frances & Ed Bishop* 

Kent Blair 

Mary W. Blanchard 

Saragene & James Boericke** 

Alissa & David Bogorad* 

Simone D. Booth 

George W. Box 

Jeffrey A. Bray A 

Marilyn & Jan Breslow 

Connie & JJ. Britton* 

Virginia Brooker* 

Xenia Brooker* 

Jim & Eleanor Burbank A 
Leigh F. Butler 
Sarah Carey* 

Joseph & Molly Caughman* 
Mary & Carlile Chambers 
Marion Oates Charles 
William W. Chmylak 
Melanie & Lynch Christian 
Theresa Hay & Charles Clark* 
Marion Jackson & Jeff Clark A 
Harriet Sharpe Cochran 
Suzanne Corbett 
William S. Corbitt 
Page & Jay Cowles 
Kevin & Joy Cox 
John E. Craig** 

Lee Craig* 

Brian & Gretchen Cuddy* 
Brandy S. Culp* 

Michael K. Curry** 

Paul Cushman 
Jane Dallas** 

Courtenay Daniels* 

Jane & Hunter deButts 
Sara & Magruder Dent 
Curt DiCamillo 
In honor of Margize Howell 
Patricia Dickinson* 

Susan Dickson* 

Jane Dimmig** 

Douglas Dinnella 
Sarah L. Donnem 
J. Patrick Donohue Jr.* 
Caroline W. Duell 
Ellen Eber* 

Chris Espersen A 
Nancy Espersen A 
Rebecca A. Evans** 

Desi Fernandez* 

Christine & George Finnan* 
Mark B. Firley** 


Classical American Homes Preservation Trust — 2016 Donors 


Heidi Sims Fiske 
In honor of Richard H. Jenrette 
Ronald Lee Fleming* 

Janet L. Flowers A 
Karen A. Fowler** 

Jane & Paul Frank 

Alexander L. Franklin II 

Nonnie & George Frelinghuysen 

Ellen M. Gallagher 

Joan & Karl Gedge 

Adele C.S. Daniels & Doyle George* 

Patrick Carney & Joseph Geppert 

Craufurd & Nancy Goodwin 

John Stuart Gordon 

John P. Graham 

Constance F. Gray 

Thomas A. Gray 

Emmett D. Graybill 

Jill C. Gullace 

John C. Gustafsson 

Kay Haimbaugh* 

John M. Hall 

Maria Anne & William L. Hardin** 

Wyatt R. Haskell 

Jennie Hayman 

Richard Heald 

Steve & Heather Hearn* 

Kathryn Hendricks 
Susan Hendricks* 

Mike Hendrix 
Dean Herington A 
Robert M. Hetterly A 
Jane & Max Hill 
Patrick & Brenda Hill 
Matthew B. Hill* 

David & Scottie Hoffman 

Pat & Gene Holder 

Lesley & Joseph Hoopes 

Diane Horan 

Sarah & Ozey Horton 

Caroline H. Howell 0 

Carter C. Hudgins 

Maudie & Bill Huff 

Dolly & Jack Hunnell A 

Agnes E. Robinson & John H. Hutto 

Janice W. Irwin A 

Steven D. Jackson 

Sally Bland Johnson* 

Matt R. Johnston** 

Mary Trent Jones 
Ginger & John Jones Jr.* 

Rodney Jones** 

Roy Kalan 
John L. Kennedy 


Dancy & Charles Kittrell 
Thomas Knapp 
Colin R. Knudsen 

Martha Dippell & Danny Korengold 

Garril Kueber 

Karin & Karl Kuester 

William Lahti A 

John L. Law 

Benjamin & Cindy Lenhardt 
Charles H. Lesser* 

Elizabeth Rivers Lewine 
Lynne Linder* 

Elizabeth H. Locke 
E. Holland Low 
Susan & Bruce Lueck* 

Peter Lyden 

John W. MacDonald 

Gregory & Karen Mack** 

John Malitoris A 

Bunny & Wyndham Manning III* 
Susan & Bill Manning Jr.* 

Jane & Preston Manning* 

Bernard Manning* 

Barbara Campbell & Arnold Marcus* 
Wendy Marion** 

Darcie Martin A 
Joanne & Jack Martin 
Valerie & Mark Mashburn 
M. Holt Massey 
Peter Flagg Maxson 
Gavin M. Maxwell 
Rosemary S. McAteer* 

Tracy & Michael McCormick* 
Bronwyn McElveen* 

John B. McKinnon* 

Elizabeth & Earl McMillen 
Lamar & Carol McMillin 
Mary Meese 
John D. Metcalfe 
Betsy & Jeff Minton* 

Montrose Foundation, Inc. 

Elinor Hess & John Mozart** 
Christina H. Myers* 

Maureen Myers 
Mary & Thomas Nicoll* 

Carl R. Nold 
Sonya P. OMalley* 

Elizabeth O’Neill 

Susan Oiler 

Paul B. Parvis 

Macon Patton 

Florence & James Peacock 

Patsy Pettus 

Marilyn & Elliott Platt 


Catherine B. Poag* 

Suzanne & Peter Poliak* 
Sumpter Priddy III, Inc. 

Suzanne & Arthur Ravenel 
Anne & Alan Reyner* 

Rosalie W. Reynolds 
Laura & Frederick Rhodes 
Courtney & Edward Rice 
Wendy & Robert Riggs 
Kathleen H. Rivers 
H. Zane Robbins 
Katherine W. Robinson* 

Randal & Kitty Robinson 
Mandy Rochelle Designs 
Carolyne Roehm* 

Henry Rowe III 
Elizabeth & Rollin Russell** 
Laura Lee Samford* 

Jenny Sanford* 

Paul W. Sanger 0 
Ann & Steve Schar* 

Constance Schulz* 

Dee Manning Schwab* 

Arthur L. Scinta 
Kathryn Joan Scott 
Richard Scott A 
In honor of Kay O’Brien and 
Margaret Sc Scotty Scott 
Adrienne Scurtu A 
Terry G. Seaks** 

Thomas H. Sears Jr.** 

Charles & Mary Lou Seilheimer 
George L. & Ann A. Selden 
Joanna Selim** 

Andrea J. Shapiro** 

Wayne & Lydia Shiver* 
Rosemarie & Lee Shomstein 
Kay H. Singer & 

Philip G. Singer** 
Christopher & Julienne Smith 
Margaret R. & Park B. Smith Jr. 
Lee Smith A 

George & Barbara Smyth Jr. 
Helen Snow* 

St. Matthews Episcopal Church 
in Hillsborough , NC** 

Clara Mincey Stage 
Susan R. Stein 
Robert A. M. Stern 
James A. Stevens* 

Mark C. Stillman 
Eleanor Streit* 

Boo Stroud 
Jim Summers A 


Kate Sutton* 

James Swartz 
Suzanne Thorpe* 

Rose Tomlin 

John & Caroline Trask 

Leila Trismen 

Jane Trumbull A 

Elizabeth S. Tucker 

Pete J. Valias 

Kay & Kent Van Allen 

Raymond Vinciguerra 

Sebastian von Marschall 

Anahid Vrana** 

Carol & John Walcott 

Wayne Walker 

Bradford & Nancy Walker 

White McKenzie Wallenborn 

David & Kathleen Walter 

Randall Walton 

Harry J. Warthen 

Jane & David Watson* 

Virginia P. Welch 

Donna Aleada Weldon* 

Tom & Arlene Weyl* 

Virginia & Woody White* 
Ginny Newell & Bob Wilkins* 
George & Harriet Williams 
Marthe Wilson 
Dwight R. Wilson Jr. 

Elizabeth Woodman A 
Marian Jeter Woolsey 
Ann Yingling 


Key 

* = Friends of Millford 

** = Friends of Ayr Mount 

o = In memory of W. Barrett Howell 

a = Ayr Mount trails in memory 
of Gordon Armstrong 
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2016 Group Visitors to Classical American Homes Preservation Trust 
& Richard Hampton Jenrette Properties 


The American Friends of the Georgian Group, New York, NY 
Atlanta Ceramics Society, Atlanta, GA [2x] 

Bishop Gadsden, Charleston, SC 
Boscobel House and Gardens, Cold Spring, NY 
Boy Scout Troop 328, Hillsborough, NC 
Broadwell Book Club, Sumter, SC 
Bull City Running Company, Durham, NC 
Burlington Garden Club, Burlington, NC 
Cantor Art Center, Stanford, CA 
Carroll Financial, Charlotte, NC 
Castilian Book Club, Florence, SC 
Chamber Music Charleston, Charleston, SC 
Chapel Hill High School, Chapel Hill, NC 
Chi Psi, Nashville, TN 
The Clark Art Institute, Williamstown, MA 
Clemson University, Clemson, SC 
Coastal Carolina University, Conway, SC 
Collectors from Laguna Beach, CA 

The Colonial Dames of America in the State of Georgia, Savannah, GA 
The Colonial Williamsburg Foundation, Williamsburg, VA [2x] 
Continuing Education Department, Great Neck, NY 
The Danish Historians, Christiansted, St. Croix, U.S.V.I. [5x] 

The Decorative Arts Trust, Media, PA 
Family Preschool, Durham, NC 
Florence Research Club, Florence, NC 
Gibbes Museum of Art, Charleston, SC 
Good Hope Country Day School, St. Croix, U.S.V.I. 

The Governor’s Club Group, Chapel Hill, NC 
The Guggenheim Museum of Art, New York, NY 
Half Marathon Hillsborough Running Club, Hillsborough, NC 
Highlands-Cashiers Chamber Music, Highlands, NC 
Historic Charleston Foundation, Charleston, SC 
Historic New England, Boston, A1A 
Historic Occoneechee Speedway Group, Hillsborough, NC 
Institute of Classical Architecture & Art, New York, NY [3x] 

The Irish-Georgian Society, New York, NY 
The Kappa Group, Rosendale, NY 


The Little Garden Club, Warrenton, NC 
The Metropolitan Museum of Art, New York, NY 
Middle Georgia State University, Macon, GA 
Museum of Early Southern Decorative Arts, Winston-Salem, NC [2x] 
Newark Museum, Newark, NJ 
Orlando Museum of Art, Orlando, FL 
The Owens-Thomas House, Savannah, GA 
Palmetto Health PrimeTimers, Columbia, SC 
Poughkeepsie Day School, Poughkeepsie, NY 
Preservation Society of Charleston, Charleston, SC 
Rockford Art Museum, Rockford, IL 
Safeco Insurance, North Charleston, SC 
St. Paul’s Lutheran Church, Durham, NC 
Santa Barbara Museum of Art, Santa Barbara, CA 
Senior Hike, Chapel Hill, NC 
Shaw-Sumter Community Council, Sumter, SC 
Stagville Plantation, Durham, NC 
Stanford University, Stanford, CA 
Star Gazers, Durham, NC [2x] 

Triangle Tasters & Travelers, Raleigh, NC 
United Healthcare, Hopkins, MN 
University of North Carolina, Chapel Hill NC [2x] 
University of South Carolina, Columbia, SC 
The Virginia Museum of Fine Arts, Richmond, VA 
Virtuoso Voyager Club, New York City, NY 
Williams College, Williamstown, MA 
Winterthur Museum, Library and Garden, Winterthur, DE [2x] 
Women of Fearrington, Fearrington, NC 
Women, Wisdom and Words Book Club, Durham, NC 
Wunsch Americana Foundation, New York, NY 


Opposite: An unforgettable view of the Atlantic Ocean from the third floor 
master bedroom, (photo Rick Rhodes) 
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To preserve, protect and open to the public examples of 
classical American residential architecture, surrounding landscapes and scenic trails, 
as well as fine and decorative arts of the first half of the 19th century. 


Vist Our Houses 


Publications 



Go to www.classicalamericanhomes.org to read more about each house, 
schedule a tour, and sign-up for our e-newsletter. 


Publications for purchase are available on our website: 
www. classicalamericanhomes. or g 
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Classical American Homes Preservation Trust is a registered 501(c)(3) nonprofit organization. Gifts to this foundation may be fully tax-deductible. 
Contributions by credit card, may be made at: www.classicalamericanhomes.org/support. 

Contributions by check should be made payable to: Classical American Homes Preservation Trust, 69 East 93rd Street, New York, NY 10128. 

Thank you for your support! - Richard H. Jenrette, Chairman & Founder 



























































Roper House aglow at dusk, (photo Rick Rhodes) 








Classical American Homes Preservation Trust 

69 East 93rd Street, New York, New York 10128 • Phone (212) 369-4460 • Fax (212) 369-4462 
info@classicalamericanhomes.org • www.classicalamericanhomes.org 



































